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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 009876 
ORIGIN AE-08 

INEO OCT-OI ISO-00 OES-06 /0I5 R 

DRAETED BY AF/E:RSBARRETT:JJ 
APPROVED BY AE/E:RSPOST 

I50835Z 052748/11 

R 150242Z JAN 77 

EM SECSTATE WASHDC 

TO AMEMBASSY ADDIS ABABA 

CONEIDENTIAL STATE 009876 

E.O. 11652: GDS 
TAGS: SWEL, ET,US 
SUBJECT: HARAR EYE CLINIC 

REF: ADDIS ABABA 0101 

1 . FOLLOWING MESSAGE TELEXED TO EPMG MINISTER OE HEALTH ON 
JANUARY 12 BY DR. LARRY KING ALTER CONSULTATIONS WITH lEE 
BOARD: EYE PROGRAM IN HARAR TEMPORARILY SUSPENDED PENDING 
ASSURANCE OF SAFETY OE PERSONNEL, NEED OE PROGRAM AND 
CONTINUED MOH SUPPORT OF PROGRAM. DOES MOH DESIRE RE- 
ACTIVATION OE THE lEE/MOH PROGRAM IN HARAR? REPLY SOONEST. 

2. IN VIEW THIS DEVELOPMENT SEE NO NEED EOR EMBASSY ACTION 
AT THIS TIME. WE WILL KEEP YOU INFORMED AND LET YOU KNOW 
IE AND WHEN ANY EMBASSY EOLLOW UP IS DESIRED. 

KISSINGER 


CONEIDENTIAL 


NNN 
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